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ANSI- PSA CENTER 
STATEMENT OF PATENT HOLDER CONCERNING THE USE OF 


PATENTED DEVICE OR DESIGN IN CONJUNCTION WITH AN 
AMERICAN NATIONAL STANDARD 








Note: This form is to be used to record the statement of a patent holder whose patented device or 
design (pending or approved) may have to be used by a person or organization complying with an 
American National Standard. This statement is filed and retained pursuant to clause 1.2.11.2 of 
the American National Standards Institute Procedures for the Development and Coordination of 
American National Standards. 


1. Name of Patent Holder: _ AT&T Corp. 


Address: Room 2E37, 180 Park Avenue, Bidg. 104, Florham Park, NJ 07932 





- Contact Name and Title; _ Tos Frost 
ener 


Contact Telephone & Facsimile: 973-236-6760 973-236-6453 (fax) 
Contact Email: tfrost@att.com 
2. Patent Number(s): 


Patent Number Pending or Approved? Date of Expiration 





Pending 























1. Designation and Tide of Proposed ANSI Standard: TL.521 
Packet Logs Concealment for Use with ITU Recoamendation G.711 








List sections of standard to which patent claims relate: _- ___Anmex_4 
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